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Engineers  at  the  University  of  Connecticut  designed 
this  oil-fired  incinerator.  It  is  capable  of  burning  a 
variety  of  material— trash,  garbage,  dead  poultry,  or 
any  other  combustible  refuse  that  is  small  enough  to  be 
placed  in  the  incinerator  basket.  Incineration  of  dead 
birds  and  similar  material  may  cause  a  bad  odor.  This 
can  be  alleviated  by  heating  the  firebrick  in  the  combus- 
tion chamber  before  placing  the  material  to  be  burned 
in  it.  This  helps  the  burning  of  the  volatile  gases  and 
eliminates  most  of  the  odor. 

Garbage  should  be  drained  and  wrapped  in  paper 
before  placing  it  in  the  steel  basket  for  burning.  The 
steel  basket  can  be  taken  from  the  incinerator  so  that 
tin  cans  and  other  incombustible  material  mixed  with 
the  garbage  can  be  removed.  Heat  of  incineration 
destroys  all  disease  organisms,  making  this  method  of 
trash  disposal  desirable  and  relatively  inexpensive. 


The  incinerator  should  be  operated  only  when  it  can 
be  attended  and  supervised  by  a  responsible  person. 
An  attendant  is  needed  to  see  that  incineration  con- 
sumes all  the  combustible  material,  that  the  area  is  kept 
sanitary,  and  that  sparks  do  not  cause  unwanted  fire. 

Incineration  is  one  method  of  disposing  of  garbage 
accumulated  in  picnic  areas.  This  can  be  done  during 
inspections  when  tables  are  scrubbed  and  litter  and 
garbage  are  removed. 


A  large  scale  drawing  may  be  obtained,  from  the  extension 
agricultural  engineer  at  your  State  university.  There  may  he 
a  small  charge  to  cover  cost  of  printing. 

If  yon  do  not  know  the  location  of  your  State  university, 
send  your  request  to     tgricultural  Engineer,  Federal  Extension 

Service.  I  .S.  Department  of '-Agriculture,   Washington,  D.C. 
20250.      lie  will  forward  your  request  to  the  correct  university. 

ORDER   PIAJS    \<>.    5996,    INCINERATOR 


Washington,  D.C. 


Issued  November  1966 
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